


G O - G E T E M BRO W 1) E R 

America’s A-1 Freight Checker and Car Loader 
lOOF CROMWELL PARKWAY - NORFOLK 5, VA. £ 

• With a record of over 35,000 Freight cars loaded at cost of ^ 
9 cts, per ton, with a damage claim on only 71 cars at $338.46. i 
On Oct. 14, 1932 Browder checked W. B. 8789 from New York 
City measuring 57 feet 5 inches long calling for 1772 pcs. freight, 
requiring 4 box cars to hold, en route to SALT LAKE CITY. This 
is the LONGEST WAYBILL ON RECORD. 



